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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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IS 14133 (1994): Beeman ' s Kit [FAD 3: Apiary Industry] 




Jawaharlal Nehru 
'Step Out From the Old to the New" 



aj^&vi iJii^s:y>K^ isb^^ni^seg 



:<>5&i| mT'5K^5?::5:^>^i»l 



K^^^iXSVCd^ 



Satyanarayan Gangarara Pitroda 
Invent a New India Using Knowledge 



Bhartrhari — Nitisatakam 
''Knowledge is such a treasure which cannot be stolen" 




^'^^^r 



k 




BLANK PAGE 



^*-^^^ 





PROTECTED BY COPYRIGHT 



IS 14133 : 1994 

( Reaffirmed 2004 ) 



Indian Standard 
BEEMAN'S KIT - SPECIFICATION 



UDC 638-141-3 



© BIS 1994 

BUREAU OF INDIAN STANDARDS 

MANAK BHAVAN, 9 BAHADUR SHAH ZAFAR MARG 
NEW DELHI 1 10002 

May 1994 PrJ« Group 2 



Apiary Industry Sectional Committee, FAD 3 



FOREWORD 

This Indian Standard was adopted by the Bureau of Indian Standards after the draft finalized by 
the Apiary Industry Sectional Committee had been approved by the Food and Agriculture Division 
Council, 

Beekeeping is practised in India on modern lines for the last 3 decades. The needs of the 
beekeepers for beekeeping equipments are increasing day by day. In addition, it is necessary for 
them to possess implements required for colony inspection, which are to be taken along when one 
visits an apiary. It is needless to say, that without such implements the beekeeper will not be in a 
position to attend apiary work properly. A beeman's kit can possess all implements and material 
required for day-to-day management, minor repairs, sampling, etc. There can be many items that 
can be included in the beeman's kit depending upon the size of the apiary and type of apiary work 
involved. This kit will be useful to the beekeepers for their bee management work, and to attend 
to minor repairs of bee boxes and frames. The kit will also be useful to the field staff of extension 
organizations in checking beehives diraeasions, inspection of colonies and guidance to the 
beekeepers and in beekeeping survey work. In this specification however, a set of minimum number 
of items is recommended which would be useful for a beekeeper for normal and routine apiary 
work. 

For the purpose of deciding whether a particular requirement of this standard is complied with, the 
final value, observed or calculated, expressing the result of a test or analysis, shall be rounded off 
in acordance with IS 2 : I960 *Rules for rounding off numerical values { revised y. The number 
of significant places retained in the rounded off value should be the same as that of the specified 
value in this standard. 
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Indian Standard 



BEEMAN'S KIT - SPECIFICATION 



1 SCOPE 

This standard prescribes the requirements for 
beeman's kit. 



2 REFERENCES 

The following Indian Standards are 
adjuncts to this standard: 



necessary 



IS No. Title 

1515 : 1981 Beehives ( second revision ) 

1575 : 1990 Separating funnels (^r^r^^vmon) 

2072 : 1977 Comb foundation sheets {first 

revision ) 

3 COMPONENTS 

The components are listed under two heads 
namely, Implements and Consumables. The latter 
will have to be replenished as and when used. 



3.1 Implements 

The following sizes and 
components shall be used. 

3.1,1 Hive Tool 



specifications of the 



It shall be a small flat metal piece of 20 cm length 
and 3 cm width and 03 cm thickness. Its one 
end shall be flat and sharpened and the other end 
shall also be sharpened but bent. There shall be 
a small hole to pull nails etc, near the flat end of 
the hive tool. 

This tool is useful to clean the hive parts like 
bottom board, frames etc, and to take out the 
frames from the box when they are jammed due 
to wax deposits on the frames. It can also be 
used for fixing small nails. Thus it serves the 
purpose of a small hammer also ( see Fig. I ). 

3,1.2 Swarm Met 

The swarm net shall be made with 2 rings of 
35 cm diameter. Both the rings shall be connected 



by stitching mosquito net cloth. The top end shall 
be closed with a thick cloth, preferably Khaki 
cloth, with a small handle on the top. From the 
bottom ring the cloth shall extend up to a length 
of 20 cm and it shall be open. The open end 
shall have the facility to close the swarm net so 
that bees transferred into it cannot escape 
( see Fig. 2 ). 

3.1.3 Hammer with Puller 

A small iron hammer with a nail puller at the 
other end shall be used (see Fig. 3 ). The handle 
shall be made with suitable wood. 

3.1.4 Gauge 

The gauge shall be a wooden rectangular bar 
measuring 400 mm. It shall have slots and can be 
used as a gadget to check the important dimen- 
sions of standard hive and hive parts {see Fig- 4 ). 

3.1.5 Smoker 

The smoker shall be cylindrical in shape and 
made up of zinc sheet ( 24 C) and/or galvanized 
iron. It has a smoke outlet at one end. To it a 
blower is attached, which when pressed, passes 
air into the smoker through the connection 
provided. The fuel inside the smoker emits smoke 
when suitably lit with fire. The smoker can be 
opened from the other end. Few putTs of smoke 
are used to subdue the bees which facilitates 
inspection of colonies ( see Fig. 5 ). 

3.1.6 Cutting Plier 

Cutting plier shall be of 15 cm to 20 cm length. 

3.1.7 Bee Veil 

Bee veil is similar to swarm net except at the top. 
At the top the veil shall be having a cap such that 
the cap fits on the head as and when used by the 
beekeeper {see Fig. 6). The colour of the net 
shall be black. 




Fig. 1 HiVB Tool 
1 
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Fig. 2 Swarm Net 
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Fig. 3 Hammer 




Fig. 4 Gauge For Checking Dimensions of Bee hive 

2 
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Fio. 5 Smoker 
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Fig. 6 Bee Veil 



3.1.8 Gloves 



3.1.10 Apron 

Apron of colour other than red shall be used- 

3.2 Consumables 

3.2.1 Brood and Super Frames 

Three *A' knock down type frair.es ( 5^e IS 1515 : 
1981 ) shall be used depending on the region. 

3.2.2 Comb Foundation Sheets 

Few comb foundation sheets conforming to 
IS 2072 ; 1977 shall be used. 

3.2.3 Queen Gate 

The queen gate shall be of suitable passage size 
depending upon the area. 

3.2.4 Queen Cage 

The queen cage shall be made of wire gauze and 
piece of wood {see Fig. 8). It is useful for, 
transporting queen from one place to another or 
for introduction of queen in a queenless Colony. 

3.2.5 Thread 

Ordinary gunny and cotton thread shall be used 
for stitching. This is useful for tying broken combs 
in the frames and for any other miscellaneous 
miscellaneous work. 

3-2,6 Candle, Match box and Beeswax 



. . „ ,, , , „ , J These are useful for fixing comb foundation sheets 

A pair of woollen or cotton gloves shall be used. ^^ ^^^ frames 
These are useful to protect hands at the time of 

colony inspection especially if the colony is 3 2,7 m^,>^ 
ferocious and stinging. 

Thin wire ( 28 G ) shall be used for wiring brood 

3,1.9 Gum Boots frames. 
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Fig. 7 Hand Gloves 




3.2.8 Band Aid, Dettol and Cotton 



Fig. 8 Queen Cage 

5 MARKING 



Band aid, dcttol and cotton shall be used for 
first aid. 

3.2.9 Empty Vials and Bottles 

Empty vials and bottles with rubber stoppers pro- 
perly cleaned shall be used. They are useful for 
taking samples of honey, pollen honeybees, etc, 
in the apiary. 

3.2.10 Anti Histamine Cream 
4 PACKING 

4.1 The different components of the beeman's 
kit shall be packed in waterproof bags or 
rucksacks in such a way so as to protect ihem 
from damage in transit and during storage* 



5.1 Each beeman's kit shall be legibly and 
indelibly marked with the following: 

a) Indication of source of manufacture; 

b) Batch or code number; and 

c) Registered code mark, if any. 

5.2 BIS Certification Marking 

The beeman's kit may also be marked with the 
Standard Mark. 

5.2,1 The use of the Standard Mark is governed 
by the provisions of the Bureau of Indian 
Standards Act, 1986 and the Rules and Regula- 
tions made thereunder. The details of conditions 
under which the licence for the use of the 
Standard Mark may be granted to manufacturers 
or producers, may be obtained from the Bureau 
of Indian Standards. 



Bureau of Indian Standards 

BIS it a statutory institution established under the Bureau of Indian Standards Act, 1986 to promote 
harmoniout development of the activities of standardization, marking and quality certification of goods 
and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications* No part of these publications may be reproduced in 
any form without the prior permission in writing of BIS. This does not preclude the free use, in the 
course of implementing the standard, of necessary details, such as symbols and sizes, type or grade 
designations. Enquiries relating to copyright be addressed to the Director ( Publications ), BIS. 

ReTision of ladian Standards 

Indian Standards are reviewed periodically and revised, when necessary and amendments, if any, are 
issued from time to time. Users of Indian Standards should ascertain that they are in possession of 
the latest amendments or edition. 

This Indian Standard has been developed from Doc : No. FAD 3 ( 161 ) 
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